MEMOIRS   ON   THE
if
TABLE X.
Experiment in which carbonic acid was forced through a plug consisting
of 580 grs. of silk.   Mean barometric pressure, 29.56, equivalent to
14.452 Ibs.    Gauge under atmospheric pressure, 150.8.    Pump
placed in connection with the pipe immersed in carbonic
acid at 12h- 53m\    Quantity of gas forced through the
plug, about 7170 cubic inches per minute.
1	2	3	4	5	6
Time of Observation	Vol. Percentage of Carbonic Acid	Pressure Gauge and Pressure in Lbs. on the Square Inch Equivalent Thereto	Indication of Thermometer. Temperature of the Bath	Indication of Thermometer.   Temperature of the Issuing Gas	Cooling Effect in Cent. Degrees
h.     m. 12   42					
44		Ibs.			
46	0	52.2 = 55.454	464.34 = 100.072	185.53=180.323	00.749
49	0				
50	0				
52	0				
54					
57					
1     0	95.51 1				
5					
7					
10	96.00 J- 94.8.')	55.92 = 51.7	464.47 = 190.077	165.0 = 16°.256	2°. 821
11	I				
13					
17	1				
20	93.03 J				
24					
25					
27					
30	85.92	55.94=51.68	464. 71 = 19°. 088	167.8 = 16°.5iJ8	2°. 550
35					
30					
33					
